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Message Text 

UNCLASSIFIED 

PAGE 01 BERN 00129 130815Z 
ACTION NRC-07 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 ACDA-10 ERDA-07 DODE-OO 
/043 W 

130817Z 026914/14 

R 130734Z JAN 77 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 3751 

UNCLAS BERN 0129 

EO 11652: NA 
TAGS: TECH SZ 

SUBU: NRC INTEREST IN INFO ON REPLACEMENT OF STEAM GENERATOR 
TUBING IN THE BEZNAU UNIT 1 REACTOR 

REF: STATE 3850 

DR WEEHUIZEN, SWISS NUCLEAR SECURITY DIV, TOLD EMBOFF 
THAT NO RPT NO FINAL DECISION HAS YET BEEN MADE TO 
REPLACE TUBES IN BEZNAU UNIT 1 REACTOR. HE SAID THAT 
TALKS ARE BEING HELD WITH FIRMS INTERESTED IN UNDERTAKING 
THE PROJECT BUT THESE ARE STILL IN PREPARTORY STAGE. SWISS 
SEE NO URGENT NEED FOR REPLACEMENT AND ARE ATTEMPTING 
EXTEND AS FAR AS POSSIBLE DATE OF RE-TUBING. SWISS 
WILLING PROVIDE INFO TO US BUT NONE HAS YET BEEN 
DEVELOPED. WEEHUIZEN SAID HE WOULD NOTIFY US WHEN 
DECISION MADE AND DATE OF RE-TUBING ESTABLISHED. 

DAVIS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEETING AGENDA, GOVERNMENT PROCUREMENT, DIPLOMATIC DISCUSSIONS, NUCLEAR REACTORS, ELECTRIC 
GENERATORS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 13-Jan-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BERN00129 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770012-1298 
Format: TEL 
From: BERN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 56/aaaabxbt. tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 0c4270da-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NRC 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 3850 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16-Sep-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3609906 
Secure: OPEN 
Status: NATIVE 

Subject: U: NRC INTEREST IN INFO ON REPLACEMENT OF STEAM GENERATOR TUBING IN THE BEZNAU UNIT 1 REACTOR 
TAGS: TECH, SZ, US 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/0c4270da-c288-dd1 1-92da-001cc4696bcc 
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